




Mohr 


Bishop 

Casper 




;e) 

VJHITE 


HOUSE TODAY ANNOUNCED THE APPOINTMENT OF 


oOLSON^.A WASHINGTON LAWYER AND FORMERLY ADMINISTRATIVE 




UPI-114 

■ (VJKI 
WASHING 
CHARLES W. 

^SSl’STOTJr'TCnSLN . ‘LEVERETT SALTONSTALL OF MASSACHUSETTS AS A SPECIAL 
COUNSEL TO PRESIDENT. NIXON. , . 

COLSON, 38, WHO WILL ADVISE THE PRESIDENT ON LEGAL MATTERS, WILL 
EPORT TO H.R. HALDEMAN, PRESIDENT NIXON’S CHIEF OF .STAFF AT THE WHITE 
.HOUSE. . , 

COLSON SERVED AS AN ASSISTANT TO SALTONSTALL FROM 1956 TO 1961 AND 
MANAGED THE SENATOR’S I960 CAMPAIGN. HE IS A SENIOR PARTNER OF THE FIRM 
OF GADSBY AND HANNAH. 

THE WHITE HOUSE ALSO ANNOUNCED THAT.DR. DANIEL P. MOYNIHAN WILL 
REPRESENT THE U.S. AT THE FIRST MEETING OF THE NATO COMMITTEE ON 
CHALLENGES OF THE MODERN SOCIETY. THE MEETING IS EXPECTED TO BE HELD IN 
BRUSSELS DEC. 8. t 

11/6— GE&EG208PES 


I 




9 . 


Airtel 



33xc rocbrds of tJio Anto'rlcdii Bar Ass^olat losiy 
Chicago, UUnols. «wo elieched and <**scloae^ 

□ Ho record 
^ Current ctecibeir 

□ Forroeir meaber V 

Eetcords contain no unf avorable Ij^x^nSaUoo. 

To; SACs, Washington Field - £nc. (5) 
Alexandria - Enc* 

Charlotte - Enc, 

Boston - Enc, 

Stg Louis Enc* 

Baltimore - £nc« 

Chicago - Encg 
Richmond - £n< 


From: Director, FB 



CHARLES WEND^'-tOLSQN „ 
aka J*Chuch ; ::.^/5 d'^n , i O | 
SFECIAL INQUIRY ^ ^ ’ 

CJ\prrtJ-^ 


BUDED: 



White House has requested investigation of Colson 
who is W^g considered for White House staff position. Born 
10/16/31 K Boston, Massachusetts, and resides 4840 Loughboro 
Road, Northwest, Washington, D. C« Background data attached. 


SPIN. 





j y J t 

j [ q_[^ 

RHC-Ili B NOV 48 1969 


Tolson 


Tele, 

Gandy 'i^ 


NOTE: Request received 11/14/69 from White House. 

MAILED 10 

NOV 141969 

COMMFBI 




TELETYPE UNIT 


□ return to MR. YOIM, ROOM 1258. 


/^2/o 



MEMORANDUM' 



TO: 

FROM: 


the white house 

WASHINGTON 

Nov. 12, 1969 
Robert H: Haynes, FBI' 

Egil Krogh 


SUBJECT; FBI Investigations 


Subject's Name 

Date of Birth 

Present Addres 


COLSON, Charles Wendell 


10 / 16/31 


Place of Birth 


Boston, Mass. 


4840 Loughboro Rd. , N. W. , Washington, 


D. C. 


We request: 

' Copy of Previous Report 

Name Check 

X T- n T-- ij T i.- ^ copie s'ople as e 

^ Full Field Investigation ^ 


The person named above is being considered for; 
^ White House Staff Position 

Presidential Appointment 

Position with another Agenc\ 


ATTACHMENTS: 


4 ^^ 

X . 

^ SF 86 {in duplicate)'^ || 1 

SF 87, Fingerprint Card 


Biography 



REMARKS: 


REPORT SHOULD BE DELIVERED BY FBI TO; GERTRUDE BROWN 

TOIPSURE 


i®;XaTidaM F^rm 86 

AUGUST 19E4 

U.S. CIVIL SERVICE COMMISSION 
(F-P.M, CHAPTER 736) 


BOB approval No. 50*R208 


CASE SERIAL NO. (CSC u«e on/r) 


SECURITY INVESTIGATION DATA 
FOR SENSITIVE POSITION 


INSTRUCTIONS. — Prepare in triplicate, using a typewriter. Fill in alt items. If the answer is ‘‘No’’ or “None,” so state. If more space 
is needed for any item, continue under item 28, 


1. FULL NAME 

ilnitiala and 
abrid^amenta of 
full name are 
not acceptable. 
If no middle 
nama, a/iow 
"(WMW)"/ if 
initiala only, 
ahow "(no given 
or middle namey 


(LAST NAME) 

COLSON 


(FIRST NAME) 

CHARLES 


(MIDDLE NAMD 


2. DATE OF BIRTH 

10/16/31 


OTHER NAMES USED. (Maiden name, names by former marriages, former names changed 3. PLACE OF BIRTH 
legally or otherwise, aliases, nicAnamea, etc. Specify which, and show dates uaed.) 


Chuck 


Boston, Mass 


4. s MALE □ FEMALE 

5. HEIGHT I WEIGHT I COLOR 1 COLOR 



6. □ SINGLE 7. IF MARRIED. WIDOWED. OR DIVORCED, GIVE FULL NAME AND DATE AND PLACE OF BIRTH OF SPOUSE OR FORMER SPOUSE. INCLUDE 

WIPE S MAIDEN NAME. GIVE DATE AND PLACE OF MARRIAGE OR DIVORCE. 

MARRIED . (Give same 

□ wiDOW(ER) Married;! IDi vnrrP^H* .Tnayf^-gij Mexico oh 

□ divorced I I born in|^ | or (see No, 28) 

S. DATES AND PLACES OF RESIDENCE. (If actual places of residence differ from the mailing addresses, furnish and identify both Begin with present 
and go back to January I. 1937. Continue under item 38 on. other side if necessary.^ 


born in| 


e», Mexico oh 
[see No, 28) 


FROM 


to' ‘ HUMBER AND STREET 

CITY 



9/68 

Present 

4840 Loughboro Rd, , N, W,‘ 

Washington, 

D.C. 


4/64 

9/68 

f 11 - 4th St. S.E. 

Washington, 

D,C. 


4/63 

4/64 

■' 301GSt. ,S.W. 

Washington, 

D.C. 


8/62 

4/63 

35ESt. ,N,W. 

Washington, 

D.C. 


8/61 

8/62 

331 I St. ,S.W.' 

Washington, 

D.C. 


9/57 

8/61 

14Z0 Evening Lane 

Alexandria, 

Va. 

1 

9/55 

9/57 

4507 N. 17th St. 

Arlington, VA. 

1 

1/54 

9/55 

ZZ9 Eastwood Dr. 

Jacksonville 

, N.C. 


6/63 

1/54 

Marine Corps School 

Quantico, Va, 

- 

9/49 

6/53 

Brown University 

Providence, 

R.I. ( 

see 

1946 

9/49 

11 Berkelev Place 

Cambridere, 

Mass. 

attach. ) 


1 iB BY BIRTH 

□ naturalized alien REGISTRATION NO. 

I DATE. PLACE, AND COURT 



□ alien 


CERT. NO. 

□ DERIVED-PARENTS CERT, NO(S) . ' 
REGISTRATION NO. 


PETITION NO. 


NATIVE COUNTRY 


DATE AND PORT OF ENTRY 


't •' 'll \.xT " rr /.i - ‘ : r i 

0. EDUCATION. (All achoola above elementary.} 


1 

'U 5 

j 

NAME OF SCHOOL r ' ' 

■ ' ADDRESS ' ' • 

FROM (Year} 


TO (Year} 

DEGREES 

Browne.:& Nichols- 
Riverdale School 

•' Cambridge, Mass. 
Riverdale, N, Y, 

■ 194Z 
1944 

\ 

“ .194:4 - 

1946 


Browne & Nichols 

Cambridge, Mass. 

1946 


1949 

Prep, 

Brown University 

Providence, R.I. 

1949 


1953 

B. A. 

Geo. Washington 

Washington, D, C, 

1955 


1959 

J. D. 


BS 


II. THIS SPACE FOR FBI USE. (See also item 39.} 




12. SOCIAL SECURITY NUMBER 0 Z 3 -.Z4 - 7.48 0 


13; MILITARY SERVICE (Past or present} 




FROM (Yr.} 


1953 
















26b. CLOSE PERSONAL ASSOCIATES. {Name three persons, such as friends, schoolmates or colleagues, who know you well.) 


NAME IN FULL , 


HOME ADDRESS 


BUSINESS ADDRESS 


YEARS KNOWN 



27. TO YOUR KNOWLEDGE. HAVE YOU EVER BEEN THE SUBJECT OF A FULL FIELD OR BACKGROUND PERSONAL .INVESTIGATION BY ANY AGENCY OF THE 
-FEDERAL GOVERNMENT? 0-YES Q NO. '(// your answer i» “Yea,’' show in item 28, (i) the name of the investigating agency (3) the approximate 

date of investigation, and (3) the level , of aecurity clearance granted, if known.) • .r 

28. SPACE FOR CONTINUING ANSWERS TO OTHER QUESTIONS. (Show item numbers to which answers apply. Attach a separate sheet if there is not 

- Married: J I I 


27; FBI Investigation for following: Top Secret-Marine Corps 1953, Top Secret 
9 ^^ U. S. Senate 1956; Top Secret = Navy Dept. 1955; Q Clearance - U. S, Senate 
>I957;,Specxal Agency Clearance - U. S. Senate 1957. 


29. REPORT OF INFORMATION DEVELOPED. (This space reserved for FBI use.) 


Before signing this form check back over it to make sure' you' have answered all questions fully and correctly. 

CERTIFICATION 

I ^Certify that the statements made by me on this form are true, com^^te, anl^^or^pf^B'the .^st of my knowledge and 
belief, and are made in good faith. ' 


False statamant on this fonn 
Is punlshabla by law. 


Nov. 11, 1969 

(DATE) ; 


P— OTgn oW jj'na/ first carbon copy) 


INFORMATION TO BE FURNISHED BY AGENCY 


INSTRUCTIONS TO AGENCY: See Federal PCTsonnel Manual Chapter 736 and FPM Supplement 296-31 . Appendix A, for details 
on when this form is required and how it is used. If this is a request for investigation before appointment, insert "APPL” in the 
space for Date of Appointment and show information about the proposed appointment in the other spaces for appointment data. 
The original and the first carbon copy should be signed by the applicant or appointee. Submit the original and the unsigned 
carbon copy of the form. Standard Form 87 (Fingerprint Chart), and any investigative information about the person received on’ 
voucher forms or otherwise, to the United States Civil Service Commission, Bureau of Personnel Investigations, Washington, D.C., ' 
20415. If this is a request for full field security investigation, submit these forms to the attention of the Division of Reimbursable In- 
vestigations; if this is a request for preappointment national agency checks, submit these forms to the attention of the Control Section. 

RETAIN THE CARBON COPY OF STANDARD FORM 88 (SIGNED BY THE APPLICANT OR APPOINTEE) FOR YOUR FILES 


DATE OF APPOINTMENT 


TYPE OF APPOINTMENT 
□ EXCEPTED 

D COMPETITIVE. (Include indefinite and tem- 
porary fypea of competitive appointments.) 


CIVIL SERVICE REGULATION NUMBER OR TITLE OF POSITION AND GRADE OR 
OTHER APPOINTMENT AUTHORITY SALARY 


DEPARTMENT OR AGENCY 


DUTY STATION 


SEND RESULTS OF PREAPPOINTMENT CHECK TO: 


This ’Is A Sensitive Position 


(SIGNATURE AND TITLE OF AUTR^M? AGENCY OFFICIAL) 


U.S. GOVERNMENT PRINTING OFTiCE : 1968 0-*299-784 











19. HAVE YOU EVER HAD A NERVOUS BREAKDOWN OR HAVE YOU EVER HAD MEDICAL TREATMENT FOR A MENTAL CONDITION? □ YES □ 
(If your ortBwor im *'Yea," give detaila in item 28.) 


20. FOREIGN COUNTRIES VISITED (SINCE 1930). 
COUNTRY 

(Exclusive of military aervice.) 
DATE LEFT U.S.A. 

DATE RETURNED U S. A. 

PURPOSE 

pO Central America 

1954 

1954 

Military 

. ^ India 

11/62 

11/62 

Business 

r» Bermuda 

64 

64 

Pleasure (atu 

.21. ARE YOU NOW. OR HAVE YOU EVER BEEN. A MEMBER OF THE COMMUNIST PARTY. U.S.A.*. OR ANY COMMUNIST OR FASCIST ORGANIZATION? □ YES 


22. ARE YOU NOW OR HAVE YOU EVER BEEN A MEMBER OF ANY FOREIGN OR DOMESTIC ORGANIZATION. ASSOCIATION, MOVEMENT, GROUP. OR COMBINATION OF 
PERSONS WHICH IS TOTALITARIAN. FASCIST. COMMUNIST. OR SUBVERSIVE. OR WHICH HAS ADOPTED. OR SHOWS. A POLICY OF ADVOCATING OR APPROVING THE 
COMMISSION OF ACTS OF FORCE OR VIOLENCE TO DENY OTHER PERSONS THEIR RIGHTS UNDER THE CONSTITUTION OF THE UNITED STATES. OR WHICH SEEKS 
TO ALTER THE FORM OF GOVERNMENT OF THE UNITED STATES BY UNCONSTITUTIONAL MEANS? □ YES C^O.' 


23. IF YOUR ANSWER TO QUESTION 21 OR 22 ABOVE IS ‘'YES,” STATE THE NAMES OF ALL SUCH ORGANIZATIONS, ASSOCIATIONS. MOVEMENTS. GROUPS. OR COM- 
BINATIONS OF PERSONS AND DATES OF MEMBERSHIP. IN ITEM 28 OR ON A SEPARATE SHEET TO BE ATTACHED TO AND MADE A PART OF THIS FORM. GIVE COM- 
PLETE DETAILS OF YOUR ACTIVITIES THEREIN AND MAKE ANY EXPLANATION YOU DESIRE REGARDING YOUR MEMBERSHIP OR ACTIVITIES. - 

NAME IN FULL ADDRESS FROM TO OFFICE HELD 


24. MEMBERSHIP IN OTHER ORGANIZATIONS. (Liat all organiaationa in which you are now, a member or have been a member, except thoae which ahow 
religioua or political affUiationa.)' (If none, so s^at«.) 




NAME IN FULL 

AmericsBiBar Assoc. 
Virginia Bar Assoc. . 
^Federal Bar Assoc. 
Beta Theta Pi 
Navy i/eague 


ADDRESS 


TYPE 

FROM 

TO OFFICE HaO 

Profess. 

1959 

Present 

It 

1961 

.11 

II 

1961 

II ... 

Fraternal 

1950 

ft 

Military 

19§3 

II ... 


25. RELATIVES. (Parenta, apouae, divorced apouae, children, brothers, and aiatera, living or dead. Name of apouae should include maiden name and 
any other names by previoua marriage. If person ia dead, atate "dead” after relationship and furnish information for other columns aa of time 
of death.) 

YEAR OF COUNTRY OF 

BIRTH ADDRESS BIRTH 


RELATION 


NAME IN FULL 


PRESENT 

CITIZENSHIP 


f 


Father - Wendell B. Colson 


Mother ■ Inez nticrow Colaoh 

pjOWife -I 


1899 

1902 


35 Indian Ridge Rd. 
S. Natick» Mass. 

■ ■ n • II - “ 




Fonner 


U. S.= 

U.S. 

U.S. 




■U.S. 

U.S. 

U.S. 

U.S. 

■u.si 

u. s. 

U.S. 


-b 6 

b7C 





14. HAVE YOU EVER BEEN DISCHARGED FROM THE ARMED FORCES UNDER OTHER THAN HONORABLE CONDITIONS? □ YES 0 NO. 

(// answer /« "yes," ^jve details in item 28.) 

15. EMPLOYMENT. (List ALL employment dates 3^ar^Jn^ with your present employment. Give both month and year for all dates. Show ALL dates 
and addresses when unempio^ed. Give name under which employed if different from name now used.) 


NAME OF EMPLOYER (Firm or agency) ADDRESS 

FROM TO AND SUPERVISOR (Full name, if known) (Where employed) TYPE OF WORK REASON FOR LEAVING 

2L961 11/69 Gad s by & Hannah 1700 Penna, , Ave, N, W, Lawyer Appointed by 

President to 
present job 

1956 1961 Adm, Asst, to Senator Washington, D, C. A. A. Joined law 

Leverett Saltonstall ' firm 

1955 1956 Asst, to Asst. Sec. of Navy Washington, D, C, To become 

A, A, to 
Saltonstair 


16. HAVEjYOU EVER BEEN DISCHARGED (FIRED) FROM EMPLOYMENT FOR ANY REASON? □ YES 0NO. 

17. HAVE YOU EVER RESIGNED (QUIT) AFTER BEING INFORMED THAT YOUR EMPLOYER INTENDED TO DISCHARGE (FIRE) YOU FOR ANY REASON? Q YES @NO. 
(It your answer to 16 or 17 above is “Yes*' give details in item 28. Show the name and address of employer, approximate date, and reasons in 
each case. This information should agree with the statements made in item 15 — EMPLOYMENT.) 


• \ 

18. HAVE YOU EVER BEEN ARRESTED. TAKEN INTO CUSTODY. HaO FOR INVESTIGATION OR QUESTIONING. OR CHARGED BY ANY LAW ENFORCEMENT AUTHORITY? 
(You may omit: (1) Traffic violations for which you paid a fine of $30 or less; and (J> anything that happened before your I6th birthday. All other 
incidence must be included, even though they were diamiesed or you merely forfeited collateral.) O YES NO. / 


IF YOUR ANSWER IS "YES.’ 

’ GIVE FULL DETAILS BB.OVJ: 



f 


LAW ENFORCEMENT 


DATE CHARGE 

PLftCE 

AUTHORITY 

ACTION TAKEN 




i 








Charles W. Colson - attachment 


8, "I'.'!' The dates and adresses prior to 1946 are to the best of my memory. 


1944 to 1946 
1;'942 to 1944 
1939 to 1942 
1937 to 1939 


Long Lots Rd. 
Drake Roa.d 
Chamberlain Road 
Main Street 


Westport, Conn. 
Scar sdale , N. Y, 
Newton, Mass. 
Melrose, Mass. 




Bermuda 

1967 

1967 

Pleasure 

Venezuela 

1964 

1964 

Business 

Venezuela 

1967 

1967 

Pleasure 

Europe 

12/67 

1/68 

Pleasure 

Europe 

8/69 

9/69 

Pleasure 



t 
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OFFICE OF THB DIRECTOR ' 



UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 

November 24, 1969 


BY LIAISON 


Honor able Egil Krogh., Jr . 

Deputy Assistant to the President 
I for Domestic Affairs 

I The White House 

Washington, D. C. 

I 

t 


For your information, I am enclosing 
a coimaunication which may be of interest to you. 

Upon removal of the enclosure, if 
classified, this transmittal form becomes 
unclassified. 


■ < 


Sincerely yours. 




Enc . ■ 

You have requested an investiga- 
tion of Charles Wendell Colson. You re- 
quested two copies of the final report. An 
applicant-type investigation was conducted 
concerning Mr . Colson in 1959 and enclosed 
herewith are two copies of the results 
thereof . That investigation is being brought 
up to date . 





■'' ‘ CIVIL 1-C. 

Colson* Charii^sB Wendell W 6-1 10-16-31 ' 

\ ' ' ' ^ \ 

1 

W 

dW 

19 H 31 W IMH :14 
Ij 28 W Mil 

#CO-3-24492 Tech Secmlty Dlv USSS Wash DC 

11-12-69 , 

A search of the fingerprints on the above individual has failed to disclose 
prior arrest data. ! i 


I 


JOHN EDGAR HOOVER 
DIRECTOR 

FEDERAL BUREAU OF INVEStiGATION 



0-19 (Rev. 11-3-69) 




tiitedPi 


I mSmNTIAL COUNSEL 

. Charles WTXolson. a D.C. attorney; was ap- 
‘ pointed yesterd^ as a special; counsel to 
1 President Nix, on. Colson, 38, has been a sen- 
; ipr partner in the firm of Gadsby and Hasa.-fe'' 
. nah since 1961 and previously was admin-' 
istrative assistant to former Sen. Leverett 
Saltonstall, R-Mass. He will work under H. R. 
Haldemany assistant to the President ' in 
charge of administration. 




/^Tolson _ 
'^-^alters 3?^ 


✓ 


Bishop _ 
Casper _ 
Callahan 
Conrad _ 

Felt 

Gale 
Rosen 
Sullivan 
Tavel 
Soyars 
Tele. Room 
Holmes 
Gandy 




The Washington Post 

Times Herald 

The Washington Daily News 

The Evening Star (Washington) 
The Sunday Star (Washington) _ 

Daily News (New York) 

Sunday News (New York) 

New York Post 

The New York Times 

The Sun (Baltimore) 

The Daily World 

The New Leader 

The Wall Street Journal 

The National Observer 

People’s World ^ 

Examiner (Washington) 






Date . 


NOV 7 


13£3i 


i US ^ S'- 

not recorded"' 


590EC4 1969 


46 


DEC a 1969 



0-20 (Rev. 11-0-69) 



N 


Tolson _ 
DeLoach- 
Walters _ 

Mohr 

Bishop _ 
Casper _ 



Tavel 

Soyars 

Tele. Room 

Holmes 

Gandy 





UPI-114 I 

HOUSE) 

WASHINMCM--THE UKITE EOUSE TODAY .ANNOUNCED THE APPOINTMENT OP 
CHARLES pP^O LSON. A M.ASHIKGTO.N LAPYER AND FORIERLY ADMINISTRATIVE 
ASSISTANT -nr-SETr. LEVERETT SALTOKSTALL OF MASSACHUSETTS AS A SPECIAL 
COUKSE. TO PRESIDENT NDiON, 

COLiON. 38. PHO PILL ADVISE THE PRT-lSIDENT OK LEGAL MATTERS, WILL 
REPCRT TO H,R, HALDEMAN. PRESIDENT NIXON'S CHIEF OF STAFF AT THE WHITE 
HOUSE . . 

COLSON SERVED AS AN ASSISTANT TO SALTONSTALL FROM 1S56 TO 19S1 AND 
MANAGED THE SENATOR’S 1D50 CAMPAIGN, re' IS A SENIOR PARTNER OF THE FIRM 
OF GADSHY AND HANNAH. ] 

THEiPHITE HOUSE ALSO ANNOUNCED THAT DR, DANIEL P, MOYNIHAN WILL 
PEPRESn'T THE U.S. AT THE FIRST reETIPG OF THE MATO COMMITTEE ON 
aiALLEMGES OF THE KODERM SOCIETY. THE 'I'lE'ETING .re EXPECTED TO SE HELD IN' 
rp.USretS DEC. V, 

S )./<$— GE AES? CPE S. . ■ 


j 

59N0V2 11969 


NOt"r 

12* NOV. 17 1969 

PORMR. locbs 

WASHINGTON CAPITAL NEWS SERVICE 


% 




FD-36 (Rev. 5-22-64) 


F B I 

Date: 11 / 17/69 


Transmit, the following in ^ 

(Type in plaintext or code) 


Via AIRTEL : ^ 

(Priority) 



TO: DIEIECTOR, FBI (116-441102) 

FROM; . SAC, CHARLOTTE (116-27334) (RUC) 

D 

CHARLES WENDELL COLSON 
aka . , "Chuck" 

SPECIAL .INQUIRY 
BUDED; 11/28/69 

Re Director airtel 11/14/69 • 

Investigation requested c onducted and inf ormation 
submitted in Charlotte report by Sa| I dated 
3/12/59. entitled CHARLES WENDELL COLSON, aka.^ "CHUCK", 

WA 110356 , Bureau file #116-441102, and Charlotte file 

#116-27334. 


UACB no investigation being conducted. 



not'recorded. 



^ NOV 18 1969 


. r 






ed: 




ent in Charge 


.Sent 


M Per 


tr' cr' 




Aietsl 
-• TO: 




SAC, EOSTOH 


11 / 30/69 . 



m<M: ' SAC, ST. LOUIS (IGlr^NraC-M) ^ 

. ■ :■ ■ ■' ^ 

SUBJECT: CMELSS TOTDSLL COLSOH 

Aka ^Chuck”. 

/ ’SPECIAL II^UXKY/ ' ' • 

BUDED: 11/23/30 • 

Be Biialrtei 11/14/69, -no copy to Hew York. 

St. Louis verifying empioykVnt for CHAELES WENDBiJ, 
O COLSOH with Department ofVtke ig^vy, Washington, 0. C. , 7/5/55 

4 to 8/21/56. . ' ‘ . . 


Eeoords on. file at the Ha tiohal personnel Jlecbrds 
Center (Civilian), St. Louis, Mo., listed additional employment 
as Whiting, Weeks, and Stubbs, Boston, Mass., 6/48 to 8/48; 
WILLIAM FELEHES, Belmont, Mass*, 6/61 to 7/51; and 2ARBHS, 
Belisont, Massw, 12/51 and 12/52; .. " , . 


Additional addresses were listed as 251 Commonwealth 
Ave., Boston, Mass. , 9/37 to 0/38; 47 Caarlton Road, Belmont, 
Mass., 9/38 to 10/39; 952 Frai^lin St. , Melrose, Mass. , 10/39 
to 0/41; 5 Fernway, Winchester, Mass., 10/43 to 10/44; 15 
Governors Road, Bronacville, Hew York, 9/45 to 4/46; Concord 
Road, Lincoln, Mass., 9/47 to 6/48; and 29 Gothwaite Apt. , 
Triangle, Virginia, 8/53 to 1/54. ' 


. For information of Hbw Xdrk, House has requested 

investigation of COLSON, who is being considered for White House 
Staff position. Born 10/16/31, Bsstop, Mass; , and resided, 4840 
Loughboro Road,^;NortlJ^^^ 0 t, yj^shingto 

Boston, Aiifxandria, and conduct appropriate 

investigation regarding additional employ^lien^ and addresse^^ 
2^** Boston * 

Alexandria;- 

2 -■.Hew 'York > ' *’ r.. *v _ ■ — : .'.-a 

2 - St . louis - 

EJM:©as • ' 




Sp£ 


\<iK 





11/2V69 

PLAIN TMT . . . . 

TELETYPE / DEPERJRED 

■:T0| ■ '/ ;SAC,'‘. BOSTON 

, FROM: SAC, WFO (161-6310) ^ ^ 

, ■ CHARLES WENDELL^LSON; AIM CHUCK; ;SPI . BUHED V 

NOVEMBER TWEienry-EIGHT N^^ 

RE BUREAU AIRTEL NOVEMBER FOURTEEN LAST. ' 

LAW OFFICE OF GADSBY AND HANNAH, SEVENTYr-FIVE FEDERAL 
STREET, BOSTON, PART OF APPOINTEE’S LAW FIRM. 

CLOSELY ACQUAINTED WITH APPOINTEE. :/ * ; ; 

BOSTON HANDI^.;^^ - : , c ^ 

BUREAU ADVISED. ^ , 

SPIN (P) 


1 - Teletype Unit 
<3> - Bureau 

2 - WFO^ 

JEVirmk y 
(4) 



^ 3 =1970 



FD-263.{Rev. 12-19-67) 'W 

. FEDERAL BUREAU OF INVESTIGATION 


REPORTING OFFICE 

O FFI CE OF ORIGIN 

DATE 

IN VESTIG ATI VE PERIOD 

ST. LOUIS 

BUREAU 

11-25-69 

11/19 - 

24/69 


TITLE OF CASE 


REPORT MADE BY 



TYPED BY 


0 

ic| 


srb 

CHARLES WENDELL COLSON, aka 
’^Chuck” 

character OF CASE 






SPI 




REFERENCE: Buairtel 11-14-69. 

SL airtel to Boston 11-20-69. 


-RUC- 



-A*- 





UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Copy to: 


Report of: 
Date: 


ic| 

NOVEMBER 25, 1969 


Field Office File p. SL 161-NPRC-M 


Office; 6T « LOU X S 


Bureau File I: 


Title: 


CHARLES WENDELL COLSON 


-b 6 
b7C 


Character: SPECIAL INQUIRY 


Synopsii: COLSON Served in Marine Corps and was honorably separated. 

CHARLES WENDELL COLSON was employed with the Navy Dept., Wash., 

D.C. Terminated by reason of resignation. Additional employ- 
ments and addresses set forth. 

-RUC- 

DETAILS: AT ST. LOUIS, MISSOURI 

A review on November 24, 1969, of the Marine Corps 
records on file at the National PersonnelRecords Center, Military 
Branch, St. Louis, Missouri, indicated CHARLES WENDELL COLSON, 
serivce number 061 287, was appointed a Second Lieutenant in the 
Marine Corps on June 1, 1953, and entered on active duty on the 
same date at Providence, Rhode Island. He was honorably discharged 
on June 19, 1955, as a First Lieutenant at Jacksonville, North 
Carolina, ^at his own request to accept appointment in the Marine 
Corps Reserve and inactive duty. On June 20, 1955, he was appointed 
a First Lieutenant in the Marine Corps Reserve and he remained 
on active duty at the Marine Corps Air Facility, New River, Jack- 
sonville, NotihCCaroilina , and transferred to the inactive Marine 
Corps Re save . He served in the Marine Corps Reserve in an in- 
active status from June 24, 1955, to April 9, 1965, at which 
time he was honorably discharged as a Captain by reason of 
voluitary resignation. 

He had foreign and/or sea service for approximately 
two months, exact dates and places were not shown and was awarded 
the National Defense Service Medal. His military occupation was 
shown as Supply Officer. His character and efficiency ratings 
ranged from average to excellent and there was no record of courts- 
martial or absence without official leave. 
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/ , He was granted a - Secret security clearance on May 20, 

1954, on the bases of a National jfgency check. His records in- 
dicated unde r/urifinished business, that he was indebted to the XI. S. 
Government in the amount of $88.47, and that this amount. was; 
cert if led as being uncoilectable . in .1962 . No other information 
was shown in the 'records concerning this matter . . ^ 

His date and place of birth were shown as^October 16, 

1931, Boston i Massachusetts. ' 

A review on November: 19, 1969, by ic l I 

of the personnel records , Nat ibnal personnel Records Center (Civ- 
ilian) , St . Louis , Missouri , indicated: that CHARLES WENDELL 
COLSON was; employed on July; 5 , 1955 as a Management Intern , with 
the Navy Department, Executive Office of the Secretary ,. Admin- 
istrative Office, Adtriinistrative Operations Divisibii, personnel 
Branch, -Qff ice of the Head -at Washington, D.C. On January 8,. 

.1956, he was^ promoted to Admihistrative Intern. . This employment 
was terminated on August 21,, 1956, by reason.of resignation to 
accept another position . i ^ ^ : 

He was; granted Interim Top Secret clearance on August 
30, 1955,: based bn. National Agency check completed April 20, 1954. ' 

The record listed additional employment as Whiting, 

Weeks and Stubbs, June, 1948 , to August , 1948, at Boston, Mas-, 
sachusetts; William Filenes, Belmont, Massachusetts, June, 1951, 
to July, -1951, and Zarehs, Belmont, Massachusetts, December,- 1951., 
and December , 1952,. ;. * . v. * . • ,v / 

Additional addresses were listed as 251 Commonwealth 
Avenue*, Boston, Massachusetts, September ; 1937, to September, 1938 ; 

47 Garltoh Road,. Belmont , Massachusetts , September, 1938, to ' ' 

October, 1939; 952 Franklin Street, Melrose, Massachusetts, Oct- 
ober , 1943, to October, 1944; 15 Governors Road, Bronxvi lie New 
York, September, 1945, to April, 1946; Concord Road, Lincoln, 
Massachusetts, September, 1947, to June, 1948; and 29 Gothwaite; 
Apartments, Triangle, Virginia, August, 1953 to January, 1954. . 

The .date and place of birth were shown as September 15, 
1931, at Boston, Massachusetts. 


2 * 
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FEDERAL BUREAU OF INVESTIGATION 


REPORTING OFFICE 

NEW YORK 

OFFICE OF ORIGIN 

BUREAU 

DATE 

.11/26/69 

INVESTIGATIVE PERIOD 

11/24/69 


TITLE OF CASE 


REPORT M ADE BY 


TYPED BY 

0 

CHARLES WENDELL COLSON aka- I 

ROBERT L. STEVENSON. JR. 

ptf 

CHARACTER-OF CASE 


"Chuck" 

• 

SPI 




^ REFERENCE ; 

St. Louis alrtel to Boston, 11 / 22 / 69 . 

- RUC - 
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> - UNITED STATES DEPARTMENT OF JUSTICE 

FEDERAL BUREAU OF INVESTIGATION 


Copy to: 


R«portoi: ROBERT L. STEVENSON, JR. New York, New York' 

Do... 11/26/69 

Field Office File I: l6l“3288 Bureau File 

Till*; CHARLES WENDELL COLSON 


Choracfer: •, SPECIAL INQUIRY 


Synopiii! No credit of arrest record found for appointee 

at Bronxvllle, New York, 


- RUC - 


This document contains neither recommendations nor conclusions of the FBI. It Is the property of the FBI and Is loaned to 
your agency; It and its contents are not to be distributed outside your agency. 
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DETAILS ; 

Credit 

b6 

I Westchester Credit b?c 

Bureau, 300 Hamilton Avenue, White Plains, New York, 
advised on November 24, 1969 ^ that there was no record 
for appointee, CHARI^S V/ENDELL COLSON, 15 Governors Road, 

Bronxville, New York. 

Arrest 


I I Bronxville, New York Police 

Department, acivisea on November 24, 1969, that there was 
no record for appointee. 


2 * 





REFERENCE; Bureau airtel to Alexandria, 11/14/69. 

- RUC - 


ADMINISTRATIVE; 

Richmond files reflect COLSON was subject of Richmond 
file 116-15637 captioned "CHARLES WENDELL COLSON, AKA "CHUCK", 

WA 110356". The results of Richmond investigation was furnished 
to Bureau in report of SA JAMES H. HUMPHRIES dated 3/3/59. All 
investigation was conducted in area now assigned to the Alexandria 
Office . / 





FD-204 (Rev. 3-3-59) 


UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Copy to: 


Report of; 

Date: 

Field Office File 
Title; 


ii%6/69 ■ 

161-1002 

CHARLES WENDELL COLSON' 


Offiee: RICHMOND, VIRGINIA 


■'be 
b7 C 


Bureau File 


Character: 


SPECIAL INQUIRY 


Synopsis: 


COLSON has been member In good standing, Virginia ' 
State Bar, Richmond,. Va., since 6/3/59.- No 
grievances. Is not a member- of Virginia State Bar 
■Association, Charlottesville, Va. 


RUC- 


DETAILS; * \ b 

AT RICHMOND, VIRGINIA 


Oh November 21, 19^9/ 

Virginia State Bar, 9th’ Street Office Building, advised CPIARLES 
W. COLSON has been a. member in good standing of the Virginia 
State-Bar since June 3> 1959- No grievances have been filed. 
His address is listed as 1700 Pennsylvania Avenue, Northwest, 
Washington, D, C. ' • ' 

AT CHARLOTTESVILLE, VIRGINIA / - . 


b6 

b7C 


On November 25., 1969^ , 

J Unlvers % of Virginia Law School, 


-b6 

b7C 


maintaining Vir^ia Bar Association records, advised SA JOHN 
G. MCCARTHY that a search of the records of .the Bar Association 
failed to locate -any record to indicate COLSON is a Resent or 
past member of the Association. . * 

1^- . ' ; ■ • ' ■ 
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ADMIN ISTRATI^ ’ *’ ’ : ‘ ‘ , ’ ^ ' 

, ;s ' ; ' , It, is not ed .that inve s t igat ion c onc^ rhing' t he ■ 

‘ ^appointee *’S^_educat ion aV.firoTO-TJni^ ;pHvidencp/^^^^.^.^ V { ^ 

'r‘ Rh Is 3^nd| employment at vfeitlng; ' "and ^tubbsy < ■" ^ .i:- 

Bost bn? .William Fliene ' and So^^^^ Belmont, Massachusetts/ add.,- - . V 
t Zareh* s, Belmont;, as well as the poM^ Pepartment check, at r . 

. Lincoln,; Massachusetts ^ Is contained, in referenced/ report / 

of; SA/GEOPGE S. WALIACE da'ted March 5, ,1959^,^^^ V ' 

f t is further noted that referenced ;report of , be 

dated March- 1, 1956, contains . invest igat^^^ b/c 

concerning the appointee *s, father, whb deft Lexingto^^^ . v ; 

b vMassanhubbttsj owing - ab local gibber aM ' ' b / 

. " cwih^ other ;bi 11s amou nting ; to approximately $68 O An^^ * 1 > / 

' ^ ' arid iiad an unsatisfactory .credit ratirigo V = : b ■ - i : ' 
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UNITED STATES DEPARTMENT OF JUSTICE 

FEDERAL BUREAU OF INVESTIGATION 


Copy fo: ' 1 ' . ' ^ . 

Roportof: RICHARD M. KIRBY. Office: Boston, Massachusetts 

Date: . 11/26/69 ■ 

Field Office File *l6l ^2i|-3i]- i . , Bufeou File #: 

Title: ’ CHARLES WENDELL C 0 LS ON 


Character: • SPECIAL INQUIRY 


Synopsis:. Birth Verified.- Ref erence. recommends. Results of 

credit and arrest checks set forth. Former 
wife recommends. 


- RUC 


^ ; DETAIIB ‘ . ' ‘ ' ' / b? 

Credit and arrest checks at Boston. Massachuset ts . 
were conducted at' the request of ic| | ; 

In vestigation at Provi dence. Kiode Island, was conducted by 


BIRTH . ' 

On November 20, 1969., personnel of the Division . 
of Vital Statistics, Commonwealth of Massachusetts, State ' 
House, Boston, Massachusetts, made available Birth Register 
Volume 3i|. of the 1931 births, wherein was contained on page ^.6 
a record of the birth at Boston, Massachusetts, on October- 16, 
'193.1, of -CHARIES WENDELL COLSON, the child of WENDELL B.' 

COISON, age. thirty-one i born in' Everett, Massachusetts, and 
INEZ DUCROW, age twenty-nine, born' in East Boston, Massachusetts 
both residing at 19 Palmyra Street, Winthrop, Massachusetts. 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned to 
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* , *< ' '.. ^ 'V-1 * '''' ■ St--' \ * ■' ' ■'=^' ‘ j ■ ' 


. l^v- ' ■ 




" ■ 'BS ,l6l^-2lv3i4:’ , ■ ,,,'r .. . i 








l. 'rf-r. .^il' 


.■,< 14 . ■• 

:*V '■ .. ’ 


EEPERENGE 


I 


Qn , NQY&ml}e 2 *? 2 L n - 1969 ■ T 


] . advise^ t h Le C 


. t,;.: 

;Vv- 
■ .' ■/ 


ha's IcrioTm;: the appointee, intim ^out , ten^^^ears ^ 

stat ed that in ? 1 958 the appointee was - adrainistr^^ assistant 

V |/to, Senator SAMONSTALL and'ft^ .Worked^ closely , 

?! -with 'tjie?:appolnt>a‘.^^ that t Imey • ' • /He-^a t ated ' th%t‘, im i 960 ? he? 4 !.! 

: and. the appoi considered starting law f iimVtqgethe ^ ? :, 

:^‘hut that these piaM^^ not.wprk outo: : 4 ??'> ?■ ? . ;.?'’ 


I 


J described the; appointee as/ -an “eminent 




qualif ied lawyer and a person : of' excellent moral. character 
??and associate He stated rthat the- appointee’^ /and his family.,;; / 
enjoy.' ah • excellent' reputation in ' the' vcbimunity; He .Xurther:?^ 
described the appointee as a very superior a nd ■ c at) afe le lawre r 
. who possesses^ very high degree qf?dntegrity. \ | | ? v 

advised that he knows ?hbthing? her oga^^ concerning the . .t 

appointee and 3 tated?he does h^ rebomraend him ’ ?v. 

, for a pos ition of trii^ with the , United States (Joy^err^ent « 


be 

b7( 


•V-^?'.???- '■ ?*?.- ■" - CREDIT? , 'b.?,: b '■;' '^/;e,iV?' ?\ *.' 

b/’/!?/??, .? ,' ■* ;?'--0n'- Noyomber_!'^,' ;l 969 , personnel of ‘ ’the?Greil^^^ ^ ?'•' 

’ -Bureau'^ Great or - Bbsjboh . Inc 0 ■ James :;Ayehub^^ ? b 7 c ' ' 

s s achus e 1 1 s , /adv laed their" recordfl; cbhtflin n ^that ' 

'? CHAHLES ¥?^CQISQH:| [ ’ 




1 


5 . »7 

-7:“>. '''J-*. 


..?,? /^^ "dates ,wpre given 4 f^ addresses® ?The; fi 3 e>cohtjains 

?/ ? a!! notation, thkt, - no credit ratingtwas. est ? ^ ? b' vb; ? ; ? !" ? 

; b'.? ?b . by'?^ !;^ ■'^;’!y.-'pn 'Nbyen^or ’ : 21 ■, 1969 ? f^ f ? ' ?,?b?V '•?'■“ ?' ?■ 

b /, ,.,y? Credit Bitpeau, 4 C?^ounthin’>SJ^eet/:'Prqyidence ' ; : 7 ^^ ; 

?b , : b; ^ode^lsl^d:^ • advise di/she cohld; f ini ho' recdirdv^^^^ ;? ?' ^ / 

/?-'‘b7;;;..??b-.th ■' .f 'bv ' 

/ V/' ??^'?^'^?!l- ■, ?V'^-- ^b?'?/^ y 

? 7. 7b j ^ 7 ; bb " 7 '., .^7b ^7.^^7b^ ',b'’ b 7 ■ 7 - ^ - ?-v- ' 7 ;b 
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BS I 6r-^3i4^ ■ 


ARHEST' 


V 


■ Ou November.; 20, 1969, personnel of the Office of ' 
the Massachusetts Commissioner of Probation, Suffolk .r .' 

■ County Courthouse, Boston, Massachusetts, a central ;* 
repository for all criminal and it raff ic; convict ion record 
V in the; . Cbmonwealth} of Ma33a;cfhuafetta^ adyise^i*.t^ their ^ ; ^ 

record's, cbnt aihed 'no infortnation concerning CHARLES WENDELL'^V^^^^^^ 
COLSON, ' also known as' »CHUCK» : ^I NE2 COLSON nee^ DU GRQW. also ; i' 
known as Mrs/ WENDELL^ B . COLSON: I Inee - " 

I also known as I I or 

^v::: ; ■■. ; 


7C 


•^Records 'of the Massachusetts , f ,v 

Coramis si otier of .Probation, suprai contain, the following . 
fecord concerning WENDELL B*. COLSON, born December i9j 18^9,' \ 
at Everetty Massachusetts, and residing at 6 Chamberlain Road,. 
: Newton, Massachusetts.; ; ■ ‘ ■ ' - * • ; • 


Date 


Offense /• 


. .Place - ■ ‘ ; -Disposition 

Brighton ■ $5, fine paid 

Newton . ; $^ fine/^ 


I •* ,*■ 
^ 1 ' 


5 / 25 /^ No sticker 

10/1/142 ' Stop sign 

;v ;: /'to . - ^ =r^^— 

'Records' Section, Cambri dge/' Massachusetts , \P61icb , Dej^rtmeht . b? c . 
advised, that records of that department contain hd . 
izifoimiation identifiable with CHARLES WENDELL 'COiS ON, /also 
^'^kribwns'as "J?CHDG'K./*i . ■ ' ' ' ■ ^ 


1 




. - .-Dd 


■ y ' On Novell 196^, [ ' 

Providence , "^Rhode Is land , " Polic e Depai^mtot, /advis ed ; t^ 
'records of that . department cont ain no 'inf ormat iori Identlf iabie 
with CHARLES Wendell COLSON, also imown as '.''CHUOT^ =‘ \ ‘ ^ 


^-b 7 C 


■: . On' Noveniber 21 , 1,969,; [ 


]: 


:)6 
r J ( 


. Rhode Island;:Bureau, of crimlnar; idehtif icatiohiv a , . * , ;.f ^ 
/central repos it dry if or; all ■ arre^^viand c privict ion. records^/ / ■ I; 1 ^ 

in the,/State of ‘Rhode Island, adyisedrshe could fih^ 

■. infbrmat ion . Ident if iable with . t he’.. appoint ee.>\ CHARLES 'WENDELL ' / • .. 
GOLSONy aisp Im as; . "CHUCK. " . ^ - .‘ V .. v :, / ; ‘ 7 7 /- 





jBS 


On ITovetJiber 21]., 1969«l I Weaton, 

Massac bus ett si Police Departriemt , advise d . t b at rec or da of j 
’ that ' departme nt cont a in no . idf ormat ion ident if iab'le with 



— Ori November 2i|.# 1969,1 ^ | 

I Natick, Massacbusetta, Police Departmenti;. advised ; 

that records of that .department contain ho ’ ihfbmation- ' 
identifiable . with WENDELL B. COIBON or INEZ' COLSON .nee. • 
DUCROW, also loiown aa to B, COLSON*. ■ ' . 

: ' . . On November of Police JOSEPR^’. ’ 

SHEA, Natick, Massachusetta, Police- bepartriieht, advised; t ha 
WENDELL B* COLSON and his wife 'INEZ eontinue to reside at 
35 Indian Ridge Road, South ‘Natick, Massachusetts* 


MISCELLANEOUS 


e described the appoint est | | as an 

extremely fine man who was very intelligent and a very . 
capable lawyer* She described the apppintee as being very / ^ 
industrious . in his; work and stated t hat she knoWa nothing : ‘ 
derogatory about him*- She mentioned [ [ from the,. - ^ 

appointee as having 'been a pers on'al matter between ; them shd - 
that ;it would have ho’^'beajring , oh his dmplo^ent with thp - > ' 

United States - Udver:^^ : i'She^^ described * the appointee' as a 
person 6f excellent moral character,: reputation, and ^ 

associates and stated that she would def initely -re commend > 
him fqip a position; of t^^ with ,^the%Unite^^ States Government*- : 
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FEDERAL BUREAU OF INVESTIGATION 


*REPOR1ilNG OFFICE 

OFFICE OF ORIGIN 

DATE 

INVESTIGATIVE PERIOD 

WASHINGTON FIELD 

BUREAU 

11/28/69 1 

11/19-11/28/69 


TITLE OF CASE 


0 


CHARLES WENDELL COLSON, 


aka; "Chuck" 


REPORT MADE BY 

SA I 

CHARACTER OF CASE 


SPI 


TYPED BY 

rrak 

6 . 

7C 



REFERENCE : Bureau air tel 11/14/69. 

- P - 


ADMINISTRATIVE: It is noted appointee was investigated in 

February 1959 under the caption CHARLES 
WENDELL COLSON, WA#110356, aka ’’CHUCK”. 
WFO file #116-131249. 

LEAD: 


WFO: IRS outstanding. 




Copy fo: 


UNITED STATES DEPARTMENT OF JUSTICE 
TEDERAU BUREAU OF INVESTIGATION 



Report of: SA I 

Dote: 11/28/69 


Office: Wash ing ton , D. C . 


Field pffice File #: 161-6310 


Title: 


CHARLES WENDELL COLSON 


Bureau File 


ChonieKri SPECIAL INQUIKY 


'** Education George Washington University verified 

and favorable. Employments verified and fayorable. 
Co-workers, neighbors and references recommend. Check 
of Bar Associations and Passport records favorable. = 
Credit record satisfactory. No record found Police 
Agencies. No additional information CSC, U.S. Secret 
Service and OSI . DCI I utilized. No record HCIS. 


.D ETAILS : , AT WASHINGTON, D.C. 


t.. - 


I 





This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and-is loaned to 
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'iWesti-gatibri to© :-conbsisci©^ / by 
immHibe? --25'fl ^ '1969 ; - ^ ' 


•> - ■ ' . ^^glgtras* '■ebflect^ 

date ,bf .;birm -October ISp. 1931 (, ■ Bbsionv' 

adsaittedSeptbMbfrp .1955 p.v;©©- *©; part - time p-ev^ student Ih' ?- 

the-- Ism school'* ;■ He. /attended^ .Sept^be^.- fp^ .-f ouf . years * 

Ste graduated June' 3p/1959f ahd;^ 

;sjegrep''with; hbribr^,* - ;It . tos npted^ tte"^ D@gree^;4r!v^;vo.J 

.TOd‘:ppnferoed^ffectiyef ^ -3 o. ; 1959 p^rtby /action of thev.Bpardy^^> 

bf 'Tiptoes ' I9.68> His' rsrihed. 11 In a 'Class-' 'Of-pV-C-y.^'' 
101 students ©hd had.' a ■ 79 * 9‘V^r . cent ’ averi©^ * He ‘ Was elected ;J*" 
‘tp the Order , of' the • COIF**’. 'TOere tos ‘ no ;.uhf adorable, or no.' 
additional pbrtihent ‘inf praatibn' ref iected* - ' 


of Trusted© 








WFO 161-6310 

I.---/- - ^ V 


Dean of- the Xs^ adviaed?] 

out of tom and unavailable for intervleWo She . was ;uhabl;e > 
to: idehtifjf^'' M)^.;fbriTCt ..professors who-^ the -ap^intee 

, as ‘f ar back .‘as; wer in-the'-eTOning r '• 

as*; there. 'Were '.consider able , . part- ti^r- faculty . .people 'teachings 
at :thatXime«-'^ ' .:‘v ■ , . ''r^ ' I-;' ’-^L- '.w'.v/ ■ 





EMPLOYMENT 
Gad sby ila 

1 700 P^nn3yivan ta Avenue * ' N * W. * 


Spe c ta V ^ Agi^rit Cs^ ; 



was-^cohducted^^ 


y ; ; I [ the law, f "Gad And ; : 

' . Hannah , ^ad v l^ed: Jon - Noyembe r; 24 , 19 69L> ' that he - lias , been" . : ^ ^ ^ * 
/acquainted with t^va^qlntee sino^ the eirlyl part ^ Lf 

as a .frie nd; He nointedv ou h he ibi ried tha * law. im / as : a v ' ^ ; b? 
I | in the early ^ part of | j llie law firm Twas originally . V 

^ known as G ad sby ^ iHarihah ^ ■ Gbl and Mo rin and later" Ohang^^ the, \ 
'name to G ^sb^ arid Hanh^S, ; - 1 |ad vl sed that^ the > appoint ee ) 

. was the. :fouhder ofrthe:/iaW "fijan^.^ ^ arid ; ; i 

pattnet* in, it \antil/he bv^thdrew 

< : -V . / [Advised, thatJ he is acqu^ "i; V 

; ' appointed both -p^rof esslphi^^ and : socially and : cpiislder^^ h^ zv , 

• vtp be:A 'matVbpf ; 1. ; 

■p;‘; / : assoc ia tjes" Andbpi^;^ jlp^arty Ptp\ the,' Oni tedv'S tstes ^*^i Abb Vy- :: [ ' 

.tmquestiohed appointed waS':^o^^ P 

^ b 'empioyedT aA ah v^m td : United 

^ ; Si^TONSTADli ; He desert^ appOiritee as . trust^brthyVVd ' 

;. aggressive^ and a ■ gehtlema h ^ in every respect . He ad vi sfed ; that "b6 
; ; he is' acquainted with th A^ [band ;is ^ 

' : alsp^well Acqua inted > w^ \ l 

P ■ ihbth ; of whom he; considers to be’ entirely reputable band'/ Ipyal b : > 
b b Americans , He -remarted bthat :it .is his belief that / the b 
divorced his first wife simply because . they were irtcbmpatible , * /. 
b . and he pointed put ^ the ’appointee and his first . 

. / friends. In thisbresA wised that , t^ .appp.intee;yi^^^^^ ‘ 
his three children, A sPn; and .two daugh^ . ■ 

- a regular basis V. and /the 'childten frequently ;y the b; - b 

vappolntee,,.at .his‘‘ •homeya.r/WaAhingtpny ; ./ •/-.%., b'- bb 





: . -■ 
• t;' 




. ' ' ■ * * 


.WFO;i61-6310. 


related that nothing has !,c6me ; to * 

his a tteht ion > which would, re fleet in any manhe^pn^^^e ;■ ■ ; ^ > 
appoihte^e , .a recommends him/ without reservation, fot; 

,a posit ion /ofV and Confidence; with the federal Govermieht . 


b 6 

b 7 C 


b 6 


(^dsby 

adyised on November 26, 1969, that she has' been*v yith ■= 

the appointee during office' hours for about the past three years.. 
She stated she has absolutely no question ebneerhing his loyalty 
to the United; States , his good, character , reputation or’ associate s 
and recbnnnehds him hi for a position of trust and confidence. ‘ 
;with^the^ .United '"State s^. Go^ vb - -v \ ..C .bv 

V ^ . \ Gad sby and Hannah / ad vised 

on November 25, 1969 , that he has been acquainted with the 
appointee since about He.kiibws the appointee both- v 

prof e s sionally and . socially and considers him to. be an indlyidual 
^highly qual if led in - hi f ield as; well as a; persph , qf . ^^u^^ 
integrity character , reputation .or assoclatc^^^^^^ He ‘pointed but ' . 
that the appoiritbe has also. . impressed h im as. be ihg absolutely 
trustworthy , honest , stable; as well as a person: of admi tab ‘ ^ 

•habits’. :• ;.•• ; *’• . •' ^ 


] stated the; 


:b 6 


, whoini he^ 


knows sbe ially;, i s a ' very . fine person whoy/h e cops idef s a. loyal ^ 
;Ancrican. .‘ He; tela the | | formerly worked for. 

a United States Congressman in Washington, ;; 

. : . , ■ , He stated the appointee served in the Armed Forces; . 
of the United States arid , as far ^ as he knows, ;there; iri /7-:^ 
absolutely no" quest Ion concern ing the appointee tp 

the Uni ted States . He recommends the appbiritee ^ without ^ . 

reservation, for a position of trust; and confidence .‘with the .. 
^United' States .Government:/ ' . ^ ; 0 .J-'b 


Ferris and 

^Gotripariy, 1720 IbStreet , N,W\ ^ advise& on . 

that he has been acquainted with the appointee^ in: the -course 


5 


;■>. b- 




: of bi^l ness arid to a small; ext ent? soclaillv -for about-; tliree \ V . 

I n ^thfr.apboihiEee served as bbar^^ / 

. ! members for "the Sp^dcor'Cot^orat ion until recent! the , 

appointee resigned as a boa rid member . He advised • the appointee: , 
has Impressed him as being of the fine St V type dhdiyidual.j, and : ' 
nothing has ever come to his at tent iOT whichwbuld cause M . .. 

^ ^ ^ to que s t ion the appointee's loyal ty to the . United State s , his b 6 

good* character *ot reputation; He also was impressed with the b r: 
appointee *‘s:'- ability .as' anbattorney. ' : ^ 

-b' b ^ • bb advlOed ‘:thatbhe \feets;-thebapppl^^ , 

f Y , Ho an excellent job -in M field ^ he' la qiialiif i^ 

r.ccb^ends him, without reseryat ion /for a, 

and conf idence' with . the Federal Government. . b b ,.^b . ; 


6 
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Administrative Assiataritp: Office of Senator 
•IJEVERETT SAWC^TALL; U*S, Senate 




The following, inyestigationm conducted vby^SA 
RICH;^;T. TA^ 2^, 196$:" : - / C 


U . S ;> Seriate 


Disbursing* Office j,;: ©d^ crintairi the fpll^lng^y 

investigation concera^^trig; the 'appointee ^ CHARLES ^ 
date of birth Ocibbef^^^^l^^^^^^ at Boston, Hassachusetts:^^^ 

He" was employed from M^st 22i; 1956, to^^^^^^ 

196p, as Adffiiriistratiye Office of Senator 

SiiTONSTALL. (Masa^ He: is a taarried manV <Mo' a^i-; < 

tional pert inent>: information was cpritained in the fileV 


! 


advised he is unable to suggest the present where- 


b6 


abouts- of the appointee^s former ^ co-workers in the Office of 
Stator S^TOHStALL, saying his inability to do so results fr<^ 
the fpassage of time since his erapiojonent there • ; H^^ ; : 

Senator SALTOI^STALL is. no. 1 the U.S. Senat^^^^^^ 


, f ' I *’ , ■ 






b -r-v^ 'v'-'vb.; ‘ H 









WK) i61r63ip 




foiio.wi 0 g /investigation was conducted by 
SA RIOiARD To TV^ORp^V^^ : on Ttoyember 26 , 1969o ;; v 


edviaed he ; haa the appointee 

jKearS; pn^ a close; per sonaly pro^ggsinumflY- and nolitlgal .rglfl- 

tiohshipo y He also had khom l 


\r&^€ Irene 

:r bG V 
-."G-'b7C " 


He is not acquainted^ M details of particulars of 

' divofeep but noted they separated amicably and no notoriety ^ 
was attached ytp their relaf^^ continue . to ekehange 

visits :to' t heirG-reSpeett^' .residences th e appointee:. V 

aahtlhues tol l^o resid e 




lhas also been in the com an / 


• on 


of the appointee Vahd u 

numerous occasions. He. considers. their home li^^ 
reputatiph within the cp ^olespme and good. There 

a re no icbli df^ ;by thi s ^ 


b7C \ 




] considers the ' appointee^ to be 


among -his-; cipM He describes hlra: as a 

highly ihtel ligeht p. di scr^t ^persbny^.^^^ s p feputa t ion p ' 

a ssppia tes and loyalty are of the . highest order . . He : recommends 
him . w^hput^^ or qualification to a, ppsitioh pf . trust 

and- feSponsibility: inbthe HS Governm^ \ '7 b - ‘ 


S ’-b^bG 


' 'b-'b . 

Committee 


Staff Timber ’ ^ ^ 
on Appropriations j US Senate pbadvised he has to 


the ap^intee since late 1950* 3 as a close pefsohal^^^^^ '^ 
friendband profess ibnal associate. He . noted former b 
SALTQHSTALL had be^ chairG^n .bf the coimnittee>and to 
utiliase d. "the apppintee in the conduct' 0 ^ business. 

of no notoriety attendant wi th the appointee * s 


divorce' ff pin 
toe; company ;bF 


s 


«h attending social .funct ions 


8 



f 


f;- 'v 


• r . 
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; '-4 


sponsored and by the Committee He ; 

; has ho question cohcerning the appointee * s' character p associates > ; " , 
reputation 6r^^ He teecmmended him^^ t^ trust ■^3 

,;^-and’'resppnstbil^^^ the.^US^-Governmento^: ■ ' - ^ 


'y- ^ 


J ;adwised he has knora the appioiht^e for 1^ 


than 12 years as a close personal friend and former 
tp^cffessiohal associate; He ha4 not luiom thevapppihtee^ : 
fo^er ,i?ife p but had: some asocial contSK:t J^ith .his ■ 

^ife;. He : considers !h an outstanding choice for Federal ■ 
service; VHe describes :him' as .a highly Intelligent^ 
responsible 'person; ^^^o ' functip as. a memb^^ of .‘-the- , - 

f ormer= staf f o Senator- Si^1X)HSTi^ . His ;persdn^^ contacts with 
hissip as well as Infprmatio him ptovieds; 

with, no . ihfdr^tiph; ^ich w 

appointee* s 'characterv associatesp reputation or loyalty* ■ . 
He ' recommended ‘ him to : a posit ion of trust ; and tespons ibll i ty 
in the US 


I - 


7; • * 

' V 


1 


3 recalled he' had had close prof ess ibnal contact with 


the appointee during the period of the appointee* s service' 
as a member the staff of former Senator S^TO 
asspetetipn :t.with;htm h^ professional v 'He^^'v - 

■ cpiiW recailynp instance ^erei.h' he had • reason t6 quest i^ the 
JappointeepS/zcharac assbeiates; 'reputation or loyalty/ 

He recoiffiiiended hiav^t position of trust and responsibility ; 
.lh^:the;--US/tioverhment-i:.:: -V ‘ 


■DD ; 

■b7C ' 




' b ' 


_ he has known ' the^appo i n t ee .fc f f 

more thanv:5 years in a cloaa profess ipnal: and political ^ 
relatibhbhip ,^ him during, visits made by the; :b' ^ 

appointee to r I office, .‘He had no outs^ ' 

contact wi^ him,; His. contacts^^ convince him the - V 

appointee is a loyal American of; good character^ feputation and , f 
associates. He .recommends him; ^ position of trust- a^ 

: feapPhsibllit^ y$‘;Goyerj^ ^ /b- 7 











GES : pnj ' ; , ' 


. • -' ,' "'- V. 


' -..^- i '- f - . 


The White Office effice (WHO) ’ 



■ v " The' following Investigation was con^etM ira 
. sA”GEGRGE E, sAtmiJEfis on November. 24;^ 196^^ - ^ 


made availabie 


thle official; Pet son f pt ^pHe 'app \ : 

CQLSON, which ref iected : that h^^ a Presidential 


. ' ;d o 

_^:b7C 


Appointments. (Comniissioned) ortNoyemb^ 3, 1969\ as Special 
Counsel to the: Presi de nt . .f.j -lf^s contained "no additibhal - : 

Pertinent ihf dm rni qoma c; . . 


5 


pointed put that , COLSON/ 


b‘‘' . 



i^ediate s^ «rould be" HALDEM^ 

J S S; HALDE^^ was not 

interviewed because of his personal requesty^^n^^^ to' be ^ 
y. . con tab ted /on Whit House investigations,^. ' 

\ ^ . - 4S vy ^ ' Sy KENNETH /Deputy 

; j / President .for Cprigressipnal Reiations , has kno^ the/ 'Z 
appointee^ pf of e^ and social ty for oyer f if teeny 

yearsy Their .p rpf ess ional contact ^wasybased on they, u / > y ■ . 

y y . .apipointeeis p with the former' Senator - y * . ‘• 

; . BE LIEU recommended the appointee f or thi s pos it ion at r "r; 

^ . yv 'We describedV;ep . : 

.y ,y . ' enable, Thteiligra arri re spe^'si bleeper spri^ He bdlievesybb / : y ; ; / 
y him to beva decent, respectable person and knows nothing;,/ ;!- /; v ; 

; ; of /an unfavorable nature concerning his personal life or; 

S S; : ; haMts . . ;His/Coto fafprabie concerning .the app^ 

and; lo^lty. He^favor^ly 

. ; V ! feb^ a position of trust and confiddnee.^^^y^ / ,S ^ 






- ^ 't,, 'jV- V • ■-* 
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^'V\NEIGHBORHOOe 



on November 25. 1969 / that she has been! [ ■ 

of the ■ appointee r I for about a year ; 

She stated the COLSONS have’ been busy ren ovating their home V, 
and landscaping their yard ; I I advised she and ' h^r ., 

husband have visited the COLSONS about twic^ and‘^\" ^ : 

vice versa, and the’ COlsONS. have impressed her as being a . , 

(delightful, wonder fuL'c ;She shat^d^she has absolute^ 

no reason to, believe th other than loyal Americans^" o^^ 

the ’highest character, reputation- and associates, and she / ^ 
recommends .the appointee fot a posltiohv pf trust, and 
with the United States Government; - v : ^ - ‘ : 


advised oh Novembe r 25 , . 1969, .. that the COLSONS- have ^ 

| fpr about a year , ^ .stated that she; ha S; ' ^ 
visited their home about twice . soci ally- and has had casuar' . 
conversation a‘ f ew other times with I 
I ~1 She Vstated the. COLSONS are' 

people and , as far as she Imows , "absolutely loyal Americans of> 
good char ac te r , reputation and assoc i a te s ; She ad vi sed she ? 
has rib re a spa ' not to recommend the appointee /for; a posit ion \ 
of trust and contidchce fbr the Fede^ral Government - 



I I advise 

oh November 25 , 1969; the appbiiitee ; is unknown to them; 


1 1 ■ : 











. -f V • ;at‘ . advis ed bh 

November. ^S ‘ 1969 . that _the Eepideri^s at this a^i-esajL I 


:)6 ' 
■ 7 C 


month.- 7 / 


are- .Qiit: o£;;,the cpuntfy f or 'the hex^ 






■ advised 


on N ovember 25 a 1969o that he . me^^ the ap pointee - th cormect ion 
• *’ ' a Jyear^ Hie : ‘ 


stat^ that ;because- the; appointee bads ppln^s v 
abcmt;;the;;^ as ;we>lil;4s tfe points^ ;he 

:appoiht(Be; was ah' hone sit j, trais twbrf hy individual ^ *i 

he has ;no >furtlwr informatiOT^ appointee^: ■ 




] 


•ad vifsed 


"oh November 24^ vI969p. th^at /shei; was acquainted; with; the appolptee 
and, his wife hs ai neighbor for; about four; years- 
;%byedra little oyer i a* year: agoiV'^ She attend a apciil - ga^ 

ait the -ho me> of the .appointee on, se veral occasional: ahd the ^ 

]; vis ited the ir: rhome oh ^a f ew ’ be 
T'iithat' as 'JarVasii^sKejikhpw ’ 


ne> 

R 


; the; COLSGft^Si ate/ veryy^fihe people^ ^ and nothing ' ii. 

;to het aiti^^ which caused; her to ;q\iestion;^;t^ 
y thbi United ; States git^di chatacter or; as^^ , 

- SHei -recpminehds ,the appoiritee^^-^ ; • 

tcohf idence ;with the; Federal Government. i b i ' 'b ' / * ' 


> •’ 


,;;^yised:-' 


b 6 

b 7 C 


ph ^November 2^o , , that she was acquainted with;; the /COLSONS 

as .neighbors acrps^^ st^et^^fOr a period . 
years uhtii; late /in 1968:;when‘ t^ ^ ShB relatedbshe: is / 

ol der than: the. C<3LS<^ ahd/was/ imp 


;Shb stated she 
socially. 


whbi wassvery thb^ ; concerMpii^^^^^^^ 4 ® r 
hasi^beeri in: the;';COLS^Syhome:.b^ -few' bccaslotis 


stated: she believes that the COLSONS: 


DO 

b 7 r: 


are entirely loyal Americahs- of good character p re and 
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assocla tes and ' feels she can recommend the appointee ^ , without 
reservat ibn p for a pos 1 tlon of . trust .and, cprif W ;y i th the ' 

■United- states^ ■ Government 


Comittee of Science .and. Astronaut ics p United Statbs ^ / 

^Houise of Representatives V advised on November.; 36 1969 , that 
he and His ■ wife were nex t door . nefghbprs of the COLSONS v ’ residing 
at j I during' the period the COLSONS lived in ’ * 

this neighborhood • He pointed but- that he /was not closely ' 
acquainted with the COLSONS but that they did ex 


I I He feels there is no -quest ion. concerning; their' 

loyalty to the United ■ -States , their | good, charac terv> reputation \ ; 
or associates and has! no .reason . not to reconmiend the appoiritee ' > 
for a pbsitioh of truist and confidence with the Federal Government, 
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REFERENCES 


; V r - I 1,^ Ferris >nd , v 

Compariv.. 1720 I S tteet 1 N,W . , a Agent (SA) 

on Nbvemfcer. ^2^ 1969 ^ that; te 

:ac<iuiairited with the-ap^ ahoiit twent^ryeats/^ 

atterided .Brown University ^^t^ classes, duringv this ^ ' 

period with, the . appointee . He resumed his* friendship >/tth' 
the- appointee: ta about. 1960, in Washingtonp ' 

:out. that : in the inter he had dccasicmal^cont^ 
appointee,. :He, described the appointee a person; of ' : 

unimpeachable character, v stable a person /of moderate habit s^,^ ; 
as Well BS an absolutely loyal ^toeri can of the f inest .reputation 
.■ahdV’associates,’' * . ” C'’'- ■ ;/ 


/happened because^th e,, /. . 

acquainted; with the I I but; .con aider s . h Is /: > v 

I r to be a very fine person "arid a/ldyai \ 

Mer Ic^n . . He stated, he recommends the/appointee , <wi th the/ c » V 
greatest enthusiasm,. For a position. of trust and confided 
with', t, he ’ Federal;/Gpvi^'i:^ -.'x ' .V.: -- 

; " • I Gadsby and HaUnaii, advised I 

SA j I bn November^ 26 , 1969 , that he has been ;; 

acquainted' w i th' the 'appointee since early 1962 ; prof e s sionally , 
and pointed but he iis a: current^ . thelbpppintee^ iii 

that he 'resides just behind the/appbihtee * s res idencey on. .Chain . 
Bridge: Hoad.;* ‘ 'v-'/ * ' ' ‘ ‘ 

.^felatfed the:>ppoint^ foiinded^t^ / 

f inn in January ,^1961^/ and that..juat recentl^'ithey aj^^ : y V 

withdrew from the/ f irm having ',n6 pre^nt interest irt the.yfirm . 

He described the appointee as: ar s tab te. person., .Sober j a man : 

;b;£' excellent; judgment; as well as -a loyal Americ^^^ 

^dhara.cter," reniita nh' and associates ; ■ stste^:^ z ' y . y 

inOludb: the- in thib Category/' ^ ^ 


J remarl<fed h^^isy^/ajiar^^ the ^appointee / 
divorced |ab"^unders t an^^ the:; d iyorce 
iheompattbi/mJ HeJstated he is; hot : 


^dhara.cter,' 
include; the 
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ref erence, adviseid SA. JQSEPH W/ SPEIC^R on. November ';28 , : ^ 
1969 thart, he has known ^ ihe appointee since high school; / 
dhys 1 He, college :wi appoiriteevbu^ ; ; 

associated wi th 'him. f rom^^ :t to t ime > duM " that per iod V; ■ 

He was. employed, with a in the office Of U.S;. \ 

Senator LEYEftETT SaLtON of/ Massachusetts from: 1959. . 

to. 19^6^ , He :has also;; been aequainted; soci 

appointee since 1961 in the Washingtm;, ’ v ■ 

' I stated .he recommends the appointee-;: 

t o ; ; t he -ti igheSt , 'd e^r ee from my er y ops s ible cons id era tloni ■ ; 
/loyalty; to/thd United, S . integrity , ;assoQiates , 

.nnd reputation has;: ’ever come tb , h is at tent ion 

which*; ref lectsvin any "manner y upon; >t^ . : " . y . \v. 

pointed out he knbws| I ;v ^ 

a p po ini e e ' s ; ' 

of ^hom ;h^ to>; De i ine . ladies . . He t n inKs the ; - 

'cause 6f the appointee ^o d was' because of a ' 

growing in^^ 1 1 bl 11 1 y ; and ^ not . because 6 f m i s cbriduc t - ' 

C h th^: nart/fif <githf>r . He Vcon$ iders the ’appointee ! s , /.V 

l as well' ds -his^ p be; I 

f ine / ; reputable, ;Amer icans .and he. ;r ecpmmonds; the ! ; ; . ' 
appointee i Or a posi t ipn of,/ tr us t and/ COnf id eiic 0 y . v / ; </ 
with the. Federal GOverniiienti;;"' ^ , . V; ; . / 





' ; - ; ■ 'CREDIT AND. POLICE -^ENCIES ‘ 

; : , ^ specif [ icaused^^^ searchT' 

to [he made of the f iles of I^e ’ Credit Bureau p' lncot^^ 
Washington,’ ,D vC\ ; and was advised,;© November 21 1969 i. tha^^^ 

the f -1 ypg rnntfl 4 r>^d a ^ cf »rl-n-rxy- < 1- > v'^ 


; ' ; . / Investigative Ciefk| ^ J Nov 

; 1969., determined -that- no ^record' was contained in,J: 


Novemb'er 19/' 



jf pnccrhirit^ . the^^ ; ^ 



; ; It. is/to be noted; fhat/ at all’ times an indefinite V' 

number Sof iirifdent if ied' r^ file arid <hpt;; 

■ava liable > ’ for i/re vieW;; ■ ' '--i ‘ V." V.: 


- V 6n November 19;/ 1969 , Investigative; Cletk | [ 

searched the , files of the United States; Park Police 
and no Id entifiable; recor d could ; be ;f oiind /cemcefn ti^g /be 

:,,appoint<^';| ^ [/. .X* x ■ . ■ \ /* - x/ X/ /b? 




'•V 






‘^•^JEVrcsr-- ' 




^ :■ oV ,V" - • 

: On .21 , ,1969, Special .Employe 




b ;; -b6 
■ ''l'‘.:b7c’ 


, *, V . * ’•• 




;' a search to be made of . files of Ihe following .' 
organizations concerning b^ membership and no record was ' > 

found V for ;j:He appointee;;^ Goxitt: the .Un^^ 

<;4md;. D. i s^: r ic t of- Co Ixmh ia ^ Bar .As spc i a t iohv / 


b fr ' .r 


V V \ \ , ' 


:b;. /' V. /The; file ’of the^ Lawyersv Agister / Gonim on^ ^ ; 

, Ad.mi s s ions and Gr ieyances United . S tate s D i s tr ic t Court f orb b.'? .. ' 
the' District; of Golirn (USDCDC) / revealed he was admitted 
-■ tp;practice law in the District of .Columbia on March 6, 19^ 




b V t V- > ’ Thd^ f^derah iBaf .:Assp^ indicated : hd; beca^ : 

a^member ;bf, this association on \19bl and is ptbsently, a ^ m^ 

; irV';good': stand ing^ \ 'lb;- ‘ •_ / b\ b‘ ' *' ■ 


. D O 
*yrjr 


..•I ■■■■/■ 


j V- ’< ^ On' November 21 ,v 1969 , Special Employee , .. 

1 I reviewed the f ile^ concerning ap^ t^/ Gonmtt ^ 

; . bhJ^missiphs: and ;Grieyahcbs^;;USp^^ which rewaled h^^ < 

- f or admis^^^^ practice ■ law in the District of Gbiumbia^ oh " - 

. November 18 , Xl 9 6 The results /of -’ ihq^ made, by the comity 

dh" Deceiriber 1960, were favorable • The file -contained no ' " ; h ; 
.addtiohal pertinent infptmation* 

. Special Employee- ! 




b; ' ■' 

<b;‘; 


daused search -to:' b-vb7c 


V i>e made ,bf the files of the. Bureau "'of Personnel .Investigatiphs 
Civil. Service : Cofm wa^ a.d vised; bn^ 20, ;19'69 

that no additibna^^ pertitient infprmatibnbwas found- concern ihg; \ . 
the, appointee , . > * : ” 


< \ ; 


T -,1- 


; / V The files -of the Hbuse: ‘ Cpiifaiittee ori Inter hal^ Sdcuri tv b 

werfeT re^i.elWed by "Special/Emplpyee | f November 19*, 

1969,; and ho ' identifiable. was : located concerning the 
/•.appointee;: ' ‘b. /■'’' • ^/ ' ' 

:;-'.l'v'/ . '/.'/Ihe- tiles pf^ thebUnited: States/Secret;;;.Set^ b^VbV:^,! /- 

r ‘pepartmeht :6f •.caused , to’ ' be Reviewed / 




arid no 
f purid V 


Cierk l I op vNovem^^ 21 » “19.69 , 

concernirig; the appointee was 


/ Tbeifiles .of^^ Passport: 0f fide, jbep;ia of- , f ^ : 

S t a t e V re vl iewri d ori November 21 j i969s ;by Spe^ . be 

t , disclose that .CHARLES. WENDELL^^ CC^SON 'Vas ; 
pas sport nuinbe r . C -73 7113 bn Novembe r 20,/ ^1 ?6:2 , for a proposed ; ' 
one week business trip to India and Pakistan. ; He li^ ; 

birth date as October 16, 1931, at Boston,. MassachusettsV V 

the file coritairied' the . notation that, his; birth: certificate; had - 
‘been. seen. by ,pafs sport ;aiithor i ties V. / V - v/ . " 

On pecdmber 13 , 1967, he was . t s sued, passport npmber . / ; 
H-134,9427 for' 3 .^ week business and pleasure trip 

to England , France and^ 3^ ' . ' ^ ^ -V : J ■ ; \/ ‘ 

/ ; ■ ; / ^ f ii® ' contained , no add it ional;'pe'r^^^ • inf ormatiph . 

. / iW Defense Central - Index of Invest tj^tibn!^ CDCIl) v ' ? 

Fort Hoiabird; Mrirylaridv; compr indic^ to. 

Air Force inyestigatiye f iles/, wps searched^ through a.. . .. ■ / ; 1 

represehtative of that agency on November 19^^^^^ and disclosed 

that information :pps sibly iderit ical with the- appointee is , 
cont a iried in ;,the f ile ^ . pf . the -United States Nayal Inves t igat iye 
Service. (NIS) - and the: United ..States VAir: Force; Qf;f^^^ Special / 

Investigations (6s.I)-^ 

. Special feployee caused; a aearch to " 

be made of the files - of ^ the He ad quarters,. Office of Special , 
Investigationsv Department /of the. Air Force y and; was adv 
Pri Npvembep .26:,. I967y that nb' additiPhal;^ info fe^rdin^::; 

. the pppPiritee/was;. -f purid bVV~'..-v •: 'A 


t - 
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The following investigation conducted by Sa|^ 
at Arlington, Virginia, on November 21, 1969. 



SECURITY CHECK 
(PENTAGON) 

Security Branch, Office of the 

Chief of Naval Operations advised he could not locate any 
record identifiable with CHMLES NENDELL COLSON, born October 16, 
1931, Boston, Massachusetts. 
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' REFERENCE 

t 

The foll owing investigation was conducted. by 
Ion November 24, 1969: 


I advised he has known the 

.appointee for approximately 20 years and that he and the 
appointee were I I 

further stated that the appointee's character and loyalty 
are beyond reproach, that he is a very trustworthy 
individual and he would highly recommend appointee to a 
position of trust and confidence with the U, S. Government. 

I He also advised that the appointee married his 

first wife two days after graduating from college, she having 
been a childhood sweetheart of his and as a matt er of fact, 


? • The appointee and his first wife were married 

for approximately ten years and mutually agreed to a divorce. 

He stated it was his understanding that the divorce was simply 
*a case in which the wife "did not keep up" with the appointee. 

He explained this by stating the appointee is a brilliant type 
individual, gregarious, and one who likes to entertain socially 
but that the wife was a quiet, reserved type individual more or 
less a "stay at home" and in effect they more' or less became 
incompatible. The divo rce was obtaine d in Mexico simply as h 
a matter of expedie ncy. I I also sta ted he is t 

acquainted with theF k nd that the 

are both on reasonably 

gooa speaxing rerms ana mere is no animosity involved amongst 
any of the parties involved. He added that there was no scandal 
whatsoever involved in the divorce and it was simply a matter of 
incompatibility. 


3 
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AX. 161-277 

CREDIT AND CRIMINAL CHECKS 
^ ^ 

I I Prirfce W illiam County . 

Credit Bureau, Manassas, Va, , advised SA I 

on November 21, 1969, that she had no record on the appointee 
or the appointee's present -wife or former wife.' 


On, November 21 , 1969, | I 

Prince William County Sheriff 's Office., advised Sa I 
he had 'no record on the appointee, the appointee's present 
wife, or the appointee's former wife. 


t 


fob 

fo'7C 


fob 

fo7( 
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AX 161-277 
SJS/lgs 
1 


ARREST AT QUANTICO; VIRGINIA: 


— ^ 1 - On November 2^-, 1969 ?! 

I Provost Marsha lls Office, U.S.M.C. Schools, advised 
Sa I I that she had no arrest record for a 

CHARLES W. COLSON. 


5 




AX 161-277 


IC I I caused a search to be made of 

the files of the Alexandria, Va., Police Department and the 
Arlington County, Va. , Police Department, and was advised on 
November 21, 1969, that no record was located on the appointee, 
the appointee's wife or the appointee's former wife. 
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) 
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FB.I WASH DC 


FBI BOSTON 


FEDERAL BUREAU OF INVESTIGATION 

(^^^^COMIVIUNICATIONS SECTION 
DEC 31969 

1049iy!l URGENT 12-3-69 TJT 

TELETYPE 

TO DIRECT^ AND EL PASO 

FROM BOSTON (161-2434) (RUC) 3P 

CHARLES WENDELL^OLSON, SPI. BUDED PAST. 


Mr. Tolson 

Mr. DeLoach- 


Mr, Walters— 

[ Mr. Mohr 

Mr. Bishop^— 

Mr. Cacper. 

Mr. CaUaban- 

Mr. Conrad 

Mr. Felt 

Mr. Gals 

Mr. Rosen 

Mr. Sullivan— 
Mr. Tavel 


Mr. Soyars„ 
Tele. Room- 
Miss Holmes- 
Miss Gandy- 




REREP OF SA RICHARD M. KIRBY AT BOSTON NOVEMBER TWENTYSIX 


SIXTYNINE; WFO TELTYPE TO BOSTON NOVEMBER TWENTYFIVE SIXTYNINE 

* I f 


ON DECEMBER TWO SIXTYNINE7 


GADSBY AND 


HANNAH LAW FIRM, SEVENTYFIVE FEDERAL ST., BOSTON, MASS., ADVISED 
HE HAS KNOWN APPOINTEE SINCE ABOUT NINETEEN FIFTYEIQHT WHEN 
APPOINTEE WAS ADMINISTRATIVE ASSISTANT TO SENATOR LEVERET SALTON- 
STALL. ' HE HAS BEEN A CLOSE FRIEND OF APPOINTEE SINCE THAT TIME 
AND DESCRIBED *HIM AS A PERSON OF IMPECCABLE CHARACTER, REPUTATION 
AND INTEGRITY.. HE DID NOT HESITATE TO RECOMMEND APPOINTEE FOR 
A POSITION OF TRUST WITH THE GOVERNMENT. 

ON DECEMBER TWO SIXTYNINE, 



GADSBY AND HANNAH LAW FIRM, ADVISED HE HAS KNOWN THE APPOINTEE FOR 
ABOUT FIFTEEN YEARS AND DESCRIBED HIM AS A PERSON OF EXCELLENT 
CHARACTER, REPUTATION AND ASSOCIATES. 



RECALLED THAT 


b6 

b7C 


APPOINTEE RAN THE POLITICAL CAMPAIGN OF SENATOR LEVERETT SALTON- 
STALL IN NINETEEN SIXTY. HE FURTHER DESCRIBED THE APPOINTEE AS ONE 
OF THE MOST BRILLIANT YOUNG MEN HE HAS EVER MET AND STATED THAT 


APPOINTEE WAS MOST INDUSTRIOUS IN ANY WORK HE , UNDER TAKES . Hi 

-■•-../T f?ECORDED 

9 MAR 3 1970 




RECOMMENDED THE APPOINTEE WITHOUT RESERVATIOI 


59MARU,® 

END-PAGE 





PAGE TWO BS 161-2 A3 4 


ON DECEMBER THREE SIXTYNINE, 


RECOLLECTION THAT THE DIVORCE WAS OBTAINED IN NINETEEN SIXTY 
THREE OR SIXTYFOUR AT JUAREZ, MEXICO. SHE SUGGESTED FURTHER DETAILS 
COULD BE OBTAINED THROUGH APPOINTEES FORMER LAW FIRM, GADSBY AND 
HANNAH,; BOSTON. 

' ' GADSBY 


ON DECEMBER THREE SIXTYNINE, | 

AND HANNAH LAW FIRM, BOSTON, ADVISED HE HAS KNOWN THE APPOINTEE 
FOR SEVERAL YEARS AS A LAW PARTNER. HE STATED HE CONSIDERED THE 
APPOINTEE TO BE OF THE HIGHEST MORAL CHARACTER, REPUTATION AND 
INTEGRITY OTHERWISE APPOINTEE WOULD NOT HAVE BEEN A PARTNER IN 
HIS LAW FIRM. 


bo 

b7( 


b6 


RECOMI'IENDED THE APPPOINTEE WITHOUT 


QUALIFICATION FOR A POSITION OF TRUST WITH THE GOVERNMENT. 


END PAGE TWO 




0 


PAGE THREE 
BS 161-2434 

CONCERNING THE APPOINTEES DIVORCE, f I FURNSIHED INFORMATION 
THAT THE APPOINTEES DIVORCE WAS GRANTED IN THE STATE OF CHIHAHUA 
IN JUAREZ MEXICO DATED JANUARY TWENTYEIGHT, NINETEEN SIXTYFOUR 
WITH A FILE COPY KEPT BY THE UNITED STATES CONSULATE IN JUAREZ; 

BOTH PARTIES SUBMITTED TO JURISDICTION AND BOTH REPRESENTED BY 
COUNSEL. 

EL PASO VERIFY APPOINTEES DIVORCE AT JUAREZ, MEXICO AND 

..'1 ' 

SUTEL TO BUREAU. 

END I 
WJM 

FBI WASH DC 


T 
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FD*36 {Rev. 5-22-64) 


Transmit the following in 

' • AIRTEL 


(Type in plaintext or code) 


(Priority ) ' 







FBI WASH DC 


federal bureau of investigation 

COMMUNICATIONS SECTION^ ^ 

DEC 41969 V^Cf 
TELETYPE 


FBI EL PASO 

9:36 PM URGENT/^ ^2/4/69 MJT 

TO; DIRECI0R 

FROM: EL PASO (161-187) CRUC) ONE PAGE 

0 

CHARLES WENDELL COLSON, SPI. BUDED PAST. 



Mr. TolGon__ 

Mr. DeI,oach 

Mr. W^iltera 

Mr. Mohr 

Mr. Bishop 

Mr. C&rrcr 

Mr. 

Mr. r. !-7id 

Mr, r'!t. 

Mr. r-- 

Mr. Kosf-n 

Mr. Fli;' viii 

Mr. Ts ' 

Mr. S 

Tele, Room 

Miss Holmes 

Mias Gandy 


(? RE BOSTON TEL DECEMBER THREE, LAST. 

RECORDS FIRST CIVIL COURT JUAREZ, MEXICO REFLECT APPLICANT 
AWARDED DIVORCE JANUARY THIRTYONE NINETEEN SIXTYFOUR FROM 



ro 




ON GROUND OF INCOMPATIBILITY. DIVORCE NOT CONTESTED 
BY WIFE WHO WITH CONSENT OF APPLICANT GIVEN CUSTODY OF THREEi^MlNOR 
CHILDREN. DIVORCE FILED UNDER DOCKET THREE FOUR SIX DASH SIX FOUR 
REFLECTS SEPARATE PROPERTY SETTLEMENT ENTERED INTO BY APPLICANT 
AND EX DASH WIFE. ONLY APPLICANT APPEARED IN JUAREZ FOR DIVORCE 


b7C 



AS 


HAD EXECUTED PRIOR POWER OF ATTORNEY CONSENTING TO DIVORCE. 



NOT 


recorded 


NO SCANDAL OR NOTORIETY REFLECTED IN DIVORCE FILE. CRIMINAL RECORDS 
JUAREZ REFLECT NO INFORMATION IDENTIFIABLE WITH APPLICANT. NO 

CREDIT BUREAU AT JUAREZ. / 

END 
ERT 

™. W.SH DO 

09MAR1 11970. 


/ 

/ 




FEDERAL- BUREAU OF INVESTIGA.TION 
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Page 61 ~ Referral/Direct 
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